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3 December 1958 


Dear Bill, 

We are completing our records on Contract %o. BC-450 with 
Hycon for the period 1 July 1956 through 30 June 1958. Please 
advise if all work requested by you on your Work Ordera issued 
during this period has been completed. If not please advise 
which Work Orders are still incomplete. 


Very truly yours, 


Dan 
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